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Message Text 


UNCLASSIFIED 

PAGE 01 KARACH 02229 180558Z 

15 

ACTION OC-05 

INFO OCT-01 NEA-10 ISO-OO CCO-OO /016W 

060218 

O 180510Z MAY 76 

FM AMCONSUL KARACHI 

TO SECSTATE WASHDC IMMEDIATE 085 

UNCLAS KARACHI 2229 

DEPT FOR OC/PE-PT FROM RCO 

E.O. 11652N/A 
TAGS: ACOM. 

SUB J : TELEPHONE 

REF: POWER SUPPLY MON. ALARM 134543 

1 . PLEASE CONTACT ITT AND PROCURE COSTS OF THE FOLLOWING ITEMS: 

A. POWER SUPPLY MONITOR ALARM APPL MTG FOR SINGLE TE-400A BAY 
SYSTEM. 

B. POWER SUPPLY MONITOR ALARM APPL MTG FOR TWO BAY TE-400A SYSTEM. 

C. POWER SUPPLY MONITOR ALARM APPL MTG FOR THREE BAY TE-400A 
SYSTEM. 

2. PLEASE OBTAIN FOR BUDGETING PURPOSES 
THE COST OF THE FOLLOWING TE-400A EPABXS: 

A. 100 LINES, 12JUNCTORS, 3 REGISTERS, 3TOLL RESTRICTOR MON., FULL 
MATRIX, 18 CITY TRKS.(LP ST..) FULL TONE SUPPLY, UNA, 4 
TRANSFER JUNCTORS, ATTN. CONSOLE E/W: 24 KEYS AND BLF., FULL 

SET OF SPARE PCB'S AND PWR SUPPLIES., STABILINE VOLTAGE REGULATOR 
AND COOK MDF E/W: 100 PAIR OF GASS ARRESTORS. 

B. WIRED 200 LINES EQUIPPED 150 LINES, JUNCTORS 18, REGISTERS 
5, TOLL REST. MON. 4, CITY TRKS. WIRED 24 EQPT 18, TRANS. 

JUNCTOR 5, UNA, FULL SPARE SET OF PCB'S AND POWER SUPPLIES., 

STABILINE VOLTAGE REGULATOR, AND COOK MDF E/W; 150 PAIR 
OF GASS ARRESTORS. 48 KEY CONSOLE AND 200 LINE BLF CONSOLE 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 KARACH 02229 180558Z 

WITH 200 FT EXTENSION CABLES. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 18 MAY 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976KARACH02229 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760191-0872 
From: KARACHI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760543/aaaabkes.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OC 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: CollinPO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 2 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 2 JUL 2004 by mendozsm>; APPROVED <26 JAN 2005 by CollinP0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: TELEPHONE 

TAGS: ACOM, PK 

To: STATE 

Type: TE 
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